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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 187219 
ORIGIN SY-05 

INFO OCT-01 EA-09 NEA-10 ISO-OO /025 R 

DRAFTED BY A/SY/OPS/T: CPELCZYNSKI: RS 
APPROVED BY A/SY/OPS/T: MHMUSSER, CHIEF 

050455 091404Z/53 

R 091326Z AUG 77 
FM SECSTATE WASHDC 
TO AMCONSUL CASABLANCA 
INFO AMEMBASSY MANILA 
AMCONSUL HONG KONG 

UNCLAS STATE 187219 

CASABLANCA AND HONG KONG FOR RTC; MANILA FOR TSO; FROM 
E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: ALARM SYSTEMS 

(CAP): SY/OPS/T 

REF: MANILA 12227 (NOTAL) 

1 . TSO MANILA REQUIRES 5 EACH RAYCON ALARM SYSTEMS 
WITH BATTERY PACK EMERGENCY POWER. 

2. REQUEST ADVISE AVAILABILITY AT CASABLANCA, AND 
RECOMMENDED SHIPPING METHOD, COSTS. 

3. FOR MANILA. FOR ENVIRONMENTAL PROTECTION OF PRESENT 
UNITS, SUGGEST THOROUGH FRESH WATER CLEANING AND 
PAINTING OF ALL EXTERNAL METAL PARTS. ALSO SEAL ALL HOLES 
LEADING TO INTERIOR WITH RTV COMPOUND. CHRISTOPHER 
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Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 09-Aug-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE187219 

Document Source: CORE 

Document Unique ID: 00 

Drafter: CPELCZYNSKI: RS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770286-0230 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770880/aaaacqdv.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: d972635f-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 MANILA 12227 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 26-Oct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
Status: NATIVE 

Subject: ALARM SYSTEMS (CAP): SY/OPS/T 
TAGS: ASEC 
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